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1968 SHORT TABLE OF SESSIONS 


Wednesday, November 13 

A.M. 

COMPUTERS IN ANALYTICAL CHEMISTRY, C. G. Orr 
DIFFUSE & INTERNAL REFLECTANCE SPECTROSCOPY, 
W, W. Wendlandt 

TECHNIQUES OF BIOMEDICAL ANALYSIS, M. Levy 

NMR SPECTROSCOPY OF C'^ Li^ AND AT’, P. C. Lauterbur 

WORKSHOP IN ELECTROANALYTICAL CHEMISTRY, 

G. W. Ewing 


1968 

EASTERN ANALYTICAL SYMPOSIUM 
AND INSTRUMENT EXHIBIT 

NOVEMBER 13, 14, 15, 1968 

Statler Hilton Hotel, New York City 


P.M. 

COMPUTERS IN ANALYTICAL CHEMISTRY, C. G. Orr 
ANALYSIS IN CARCINOGENESIS, W. Troll 
ANALYSIS OF SMALL PARTICLES, W. C. McCrone 
INSTRUMENTAL ANALYSIS OF FLAVORS AND AROMAS, 
W. H. McFadden 

WORKSHOP IN ELECTROANALYTICAL CHEMISTRY, 

G. W. Ewing 


Thursday, November 14 

A.M. 

IMPROVEMENTS IN SELECTIVITY AND SENSITIVITY OF 
FLAME METHODS, J. D. Winefordner 
REACTION GAS CHROMATOGRAPHY, 

W. J. A. Vandenheuvel 

ANALYTICAL METHODS IN TOXICOLOGY, F. Rieders 
IDENTIFICATION OF REACTION INTERMEDIATES AT 
ELECTRODE SURFACES, R. W. Murray 
APPLICATION OF COMPUTERS TO AUTOMATED 
EMISSION SPECTROSCOPY, J. A. Norris 


WE WILL BE THERE IN BOOTH #68A 

don't miss this opportunity to 

SEE AND USE ALL FOURTEEN STANDARD 
FMI LAB PUMP MODELS. We WILL BE 
PUMPING VARIOUS LIQUIDS AND AIR 
IN FLUID CIRCUITS THAT CAN BE 
ADJUSTED TO SIMULATE YOUR APPLI¬ 
CATION. You MAY ALSO SEE SOME 
OF THE NEW MODELS THAT WE PLAN TO 
STANDARDIZE IN 1969 — 

PEDESTAL MODEL FOR BELT OR CHAIN 
DRIVE IN SHAFT COUPLED SYSTEMS-- 
A NEW SYNCHRODRIVE MODEL - AN 
EXPLOSION PROOF MODEL - A LOW 
WATTAGE DC MODEL) 


P.M. 

IMPROVEMENTS IN SELECTIVITY AND SENSITIVITY OF 
FLAME METHODS, J. D. Winefordner 
SURFACE STRUCTURE AND COMPOSITION BY LOW 
ENERGY ELECTRON TECHNIQUES, J. Morrison 
IDENTIFICATION OF REACTION INTERMEDIATES AT 
ELECTRODE SURFACES, R. W. Murray 
OPTICAL ROTATORY DISPERSION AND CIRCULAR 
DICHROISM, Y. D. Myer 
ELEMENT SELECTIVE DETECTORS FOR GAS 
CHROMATOGRAPHY, S. S. Brody 


Friday, November 15 

A.M. 

QUANTITATIVE ANALYSIS OF SOLIDS BY MASS 
SPECTROMETRY, A. J. Ahearn 

LIQUID CHROMATOGRAPHY—AN OVERVIEW, R. A. Keller 
LASER RAMAN SPECTROSCOPY, J. L. Koenig 
NEWER METHODS OF POLYMER FRACTIONATION AND 
ANALYSIS, W. Schulz 


P.M. 

IONIZATION TECHNIQUES IN MASS SPECTROSCOPY, 

R. J. Pancirov 

LIQUID CHROMATOGRAPHY—AN OVERVIEW, R. A. Keller 
ENERGY DISPERSION IN X-RAY ANALYSIS, L. S. Birks 
INFRARED INTERFERENCE SPECTROSCOPY, M. J. D. Low 


THE FMI LAB PUMP 

■ VAIVELESS — No valves to clog 

■ VARIABLE FLOW-0 to 100% in either direction 

■ VERSATILE — Meters upstream or downstream 

■ REVERSIBLE — Even while operating 

■ POSITIVE DISPLACEMENT - RR Piston Type 

■ SPARKPROOF — Enclos^ shaded pole motor 

■ CORROSION-RESISTANT-316 ss liquid end 

■ PRECISE — Micrometer controlled 

■ DISCRETE - To 0.01 ml/min 

■ POWERFUL - To 100 psig, 1.8 liters/min 

■ INEXPENSIVE — Any model less than $200 


MODtL 

STIIOKfS 

PER MIN 

PRESSURE 

PSK 

MAXIMUM BISPUCEMENT | 

ail/min 

Ipb 

RRPIA 

3100 

20 

825 

13.08 

RRP2A 

3100 

10 

1860 

29.48 

RRPID 

1550 

100 

425 

67.4 

RRP2D 

1550 

50 

960 

15.21 

RRP1G400 

400 

20 

106 

1.680 

RRP2G400 

400 

10 

240 

3.800 

RRP1G150 

150 

30 

40 

0.634 

RRP2G150 

150 

20 

93 

1.474 

RRP1G50 

50 

40 

13 

0.206 

RRP2G50 

50 

30 

31 

0.491 

RRP1G20 

20 

50 

5.3 

0.084 

RRP2G20 

20 

40 

12.4 

0.196 

RRP1G6 

6 

75 

1.6 

0.025 

RRP2G6 

6 

50 

3.7 

0.058 



FOR ACCURATELY METERING LARORATORY OUAN- 
TIDES OF "DIFFICULT FLUIDS" IN "UNUSUAL FLUID 
CIRCUIT APPUCATIONS” INCLUDING: 

Flow Control, Fluid Transfer, Liquid Injection, Valve Actu¬ 
ation, Additive Metering, Air Sampling, Aspirating ... and 
pumping as necessary for Column Chromatrography, Food 
Flavoring, Odorant, Fteservathre and Concentrate Dosing, 
Body Fluid Studies and Sampiing, Water Treatment. Waste 
Sampling, Automatic Titration, Scheduled Fluid Flow, Hy¬ 
draulic and Lutwicant Feeding, Wetting Agent Flow, Fuel 
Additive Mixing and Metering, Air and Gas Pollutioo Sam¬ 
ple Capture, and many, many more. 

PROVEN PERFORMANCE — Mon than 
20,000 pumps of this typo alnady in use 




For complete literature and ordering information, write today: 

FLUID METERIN6.INC. 

48 SummK St., Oyster Bay, N.Y. 11771 ■ (516) 922«)50 




















1968 

EASTERN ANALYTICAL SYMPOSIUM 
AND INSTRUMENT EXHIBIT 

NOVEMBER 13, 14, 15, 1968 
Statler Hilton Hotel, New York City 


REGISTRATION FEES 

Regular $5.00 
Student $1.00 
Exhibit Only — Free 


REGISTRATION HOURS 

Tuesday, Nov. 12, 1:00 P.M. - 9:00 P.M. 

Wednesday, Nov. 13, 8:00 A.M. - 5:00 P.M. 

Thursday, Nov. 14, 8:00 A.M. - 6:00 P.M. 

Friday, Nov. 15, 8:00 A.M. - 12:00 Noon 

The meeting will consist of a series of 3-hour Sym¬ 
posia of invited papers of extended length by auth¬ 
orities in a number of fields of interest to instru¬ 
ment analysts, chemists and spectroscopists. Emphasis 
will be on recent development in these specialities 
and related subjects. 

The 95 Exhibitors will feature the newest in scien¬ 
tific apparatus and supplies. 

The final program will be distributed to registrants 
at the Symposium. For information concerning the 
EAS, write 

Louis M. Brancone 

Lederle Laboratories Division 
American Cyanamid Company 
Pearl River, N.Y. 10965 


SOCIAL MIXER 

There will be a Social Mixer on Thursday evening, 
Nov. 14, from 6:00 to 9:00 p.m. Admission is by 
registration badge only. 


EMPLOYMENT BUREAU 

The Employment Bureau will operate daily during 
the Symposium. All persons using the Employment 
Bureau must be registered and in attendance at 
the Symposium. For advance arrangements, prospec¬ 
tive employers and employees should contact: 

Richard J. Knauer 
Armco Steel Corp. 

Baltimare Works 

P.O. Box 1697 

Baltimore, Maryland 21203 

WORKSHOP 

The electroanalytical workshop will consist of an 
approximately one hour basic introductory lecture on 
the following techniques: coulometry, polarography, 
the use of potentiostats in electroanalytical chem¬ 
istry, and selective ion electrodes: A ‘‘hands on** 
demonstration with equipment supplied by exhibitors 
will follow. The session will be repeated in the after¬ 
noon. As the registration will be limited it is sug¬ 
gested that the enclosed application be sent in early. 
All applications will be acknowledged. No requests 
will be considered after Nov. 1, 1968. 

Prof. G. W. Ewing 
Seton Hall University 
South Orange, N.J. 07079 

INSTRUMENT EXHIBIT 

Exhibit hours are: 

Wednesday, November 13, 9:00 A.M. to 6:00 P.M. 
Thursday, November 14, 9:00 A.M. to 6:00 P.M. 
Friday, November 15, 9:00 A.M. to 1:30 P.M. 

Persons interested in attending the Exhibit only may 
register without charge. 

TECHNICAL FILMS 

Technical films will be shown continuously during 
the Symposium at two separate locations. 

For listing, see final program or contact: 

Richard L. Crawford 
Texas Instruments, Inc., 

Attleboro, Mass. 02703 

HOTEL RESERVATIONS 

The Statler-Hilton Hotel, located at 33rd Street 
and 7th Avenue, is the official headquarters. Room 
reservations should be made directly with the hotel 
or motel of your choice. 




